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E.O. 11652: GDS 
TAGS/ ASEC 

SUBJECT: ATHENS AUTOSCAN SYSTEM 

1 . ORIGINAL PROBLEM WAS DUE TO PINS 8 AND 9 ON 
RS-1 1 1 CONNECTOR J25 BEING PUSHED TOGETHER. THIS 
HAS CAUSED BAND SWITCHING CIRCUIT IN DS1500 TO FAIL 
FOR ALL FOUR BANDS. ALSO COUNTER IS BEING HELD IN 
BANDS 3 AND 4 IN REMOTE BAND MODE. BELIEVE THE TWO 
PROBLEMS ARE RELATED. MOTOR DRIVE UNIT AND RECEIVER 
BAND SWITCHING WAS CHECKED BY APPLYING 6 VOLTS DC TO 
APPLICABLE CABLE CONDUCTORS. COUNTER WAS CHECKED 
BY DISCONNECTING COUPLER CABLE AND SHORTING PIN V TO 
PINS E (LOWER CASE) AND J (LOWER CASE). 

2. REQUEST REPLACEMENT CIRCUIT BOARD AND TECHNI- 
CAL MANUAL FOR COUPLER. 

3. SORENSEN POWER SUPPLY SET TO 5 VOLTS. 
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